UTEM 400 


WASH 
L LIBE 


HAND WASHING IS HERE TO STAY 


INVEST IN THE FUTURE 


DESIGNED TO BE TOUGH | ALUMINUM - POWDERCOATED 


BUILT WITH SIMPLE, EASY TO REPLACE COMPONENTS - DESIGNED FOR YEARS OF USE 


` 





WASHCUBE POWER SPRAY 


POWERFUL FANSPRAY 
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M HIGH QUALITY ALUMINUM WITH A 


POWDERCOATED FINISH 

COMPLETELY SELF CONTAINED 

DESIGNED FOR EASY CLEANING AND WASHING 
4 GALLONS OF FRESH WATER CAPACITY 

4 GALLONS OF GRAY WATER CAPACITY 

EASY TO FILL 8 EMPTY - NO TOOLS REQUIRED 


POWERFUL ‘FLAT SPRAY’ NOZZLE 


FOR SOAP & TOWEL DISPENSERS - OPTIONAL 
WHEEL PLATFORM OPTION FOR EASY MOVING - OPTIONAL 


CUSTOM BRANDING AVAILABLE - OPTIONAL 


TRASH BIN INCLUDED - EASY EMPTY [ 4 GALLONS ] 





SHIPS FAST - WORLDWIDE 


DIMENSIONS: APPROX. EMPTY WEIGHT: 60lbs | WIDTH: 14.75" X 23" | HEIGHT: 49” 
SOAP & TOWEL DISPENSERS CAN BE MOUNTED TO EITHER SIDE | COMPONENTS SOLD SEPARATELY 


ASK ABOUT THE WASHCUBE 400H - THAT CONNECTS TO ANY STANDARD GARDEN HOSE 





IDEAL FOR: 
Ed ANY LOCATION WHERE RUNNING WATER, ELECTRICITY & A WATER-DRAW IS NOT AVAILABLE 


E SAVE TIME! AVOID LONG WALKS TO RESTROOM FACILITIES 


CLIENTS: 

HM Contractors M shopping Areas BE Hospitality 
BN Agriculture M Food Courts BN Municipalities 
E Factory Floors HM Office Lobbies M Schools 

M Food Processing Centers BN Transit Centers M Events 
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WASHCUBES: 


Washcube 400 


Washcube 400H 


Washcube with 4 gallon capacity - foot pump 


Washcube with 4 gallon capacity - Hose Hook up 





ACCESSORIES: 


Wheel Kit 400-W 


Paper Towel Dispenser - PTD400 


Soap Dispenser Automatic SDA400 


Visual Signage - VS400 
Hose Kit - HK400 


Hot Water Heater - HWH400 
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Allows for the unit to easily be pushed to a drain and fill 
location. Ideal for factory floor situations. Heavy duty locking 


casters. 


C-Fold/Multifold Paper Towel Dispenser - Holds 400 C-Folds or 
525 Multifold Tissues - Stainless Side Mount Towel Holder. 


Clea Foam Dispensers distribute the right amount of product, 
reducing the amount of product consumed per use, the time 
spent replacing the product, and ensuring that product 
doesn't end up on floors, sinks, and counters where they can 
cause other hazards such as slips and falls. Inquire for soap fill 
product. 


Large signage indicators making the hand wash stations easy 
to find. 


Convert your WashCube 400 to a pressure system. 


Easily add warm water to your unit - requires 110V power 


source. 
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MADE IN THE USA 





